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ABSTRACT 


Recent  studies  of  underwater  sound  produced  by  raindrops 
have  identified  trapped  bubbles  as  the  principle  sound  source. 
Two  mechanisms  have  been  described,  one  for  small  drops  (Type 
I)  and  one  for  large  drops  (Type  II).  A  study  of  sound 
produced  by  large  raindrops  (Jacobus,  1991)  showed  that  the 
underwater  sound  radiated  by  the  raindrops  is  45  %  less  in 
salt  water  (salinity,  35  ppt)  than  in  fresh  water.  The  same 
studies  also  showed  that  bubbles  radiate  more  energy  as  the 
magnitude  of  the  temperature  difference  between  the  drop  and 
surface  increases. 


These  findings  are  examined  in  more  detail  using  the 

pressure  decay  curve  of  both  large  and  small  raindrops.  Using 

small  raindrops  it  is  shown  that  bubbles  in  salt  water  have  a 

larger  damping  constant  and  smaller  initial  peak  pressures 

than  bubbles  in  fresh  water.  Reviewing  data  from  Jacobus 

(1991)  for  large  raindrops,  increasing  the  absolute 

temperature  difference  between  the  drop  and  bubble  showed 

little  effect  on  the  damping  constant,  but  did  increase  peak 

pressure.  Since  the  sound  energy  radiated  by  a  bubble  is 

directly  proportional  to  the  peak  pressure  squared  and  for^ 

mku  > 

inversely  proportional  to  the  damping  constant,  the  energy  iC  I4i 

f  uuKoun«e4 

radiated  by  bubbles  from  raindrops  increases  with  absolute 


' _ Avsliabllitf  C^d 

a*d7o] 
j  Special 


temperature  difference  and  decreases  with  salinity. 
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1.  INTRODUCTION 


Man  has  always  been  driven  to  explore  the  unknown  and  this 
desire  is  probably  the  reason  why  nan  has  always  explored  the 
oceans.  One  of  the  tools  that  can  be  used  to  explore  the 
ocean  is  sound.  Knudsen  (1948)  published  measurenents  of 
underwater  noise  and  characterized  the  spectrun  in  terns  of 
the  wind  speed.  Henz  (1962)  discovered  that  in  the  frequency 
range  of  1  kHz  to  50  kHz  the  prinary  contributors  to  undersea 
noise  are  wind  and  precipitation.  Franz  (1959)  concluded  that 
the  underwater  sound  produced  by  precipitation  was  the  result 
of  the  raindrop  inpacting  on  the  surface  and  the  oscillations 
of  bubbles  which  sonetines  fomed  during  the  splash,  of  these 
two  nechanisns,  sound  energy  fron  the  oscillations  of  the 
bubbles  is  usually  nuch  greater' than  the  inpact  sound. 

Not  all  raindrops  produce  bubbles.  Recent  studies 
(Kurgan,  1989;  Nedwin,  et  al.,1992)  have  revealed  that  snail 
raindrops,  ranging  in  dianeter  fron  0.8  to  1.1  nn,  produce 
bubbles  100%  of  the  tine,  by  a  nechanisn  called  Type  1,  when 
inpact  is  at  nomal  incidence  onto  a  snooth  surface.  The  sane 
studies  also  showed  that,  for  snail  raindrops,  the  percentage 
of  bubbles  produced  decreases  as  the  angle  of  incidence 
(neasured  fron  the  nomal)  of  the  raindrop  increases.  Other 
studies  for  large  raindrops  (Snyder, 1989;  Jacobus , 1991 ) 
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demonstrated  that  a  different  mechanism,  Type  II,  for  drops 
with  diameters  of  2.2  to  4.6  mm,  produces  bubbles  from  zero 
to  50  or  60  percent  of  the  time.  Mid-size  drops  with 
diameters  of  1.1  to  2.2  mm  do  not  produce  bubbles  (Medwin,  et 
al.,1992).  When  bubbles  are  produced,  their  oscillations 
decay  exponentially  at  a  rate  which  is  proportional  to  a 
damping  constant. 

Devin  (1959)  described  the  deunping  of  pulsating  biibbles  in 
freshwater.  He  summarized  the  experimental  results  of  others 
(Meyer,  Tamm,  Carstensen,  Foldy,  Bauer,  Lauer,  Exner,  Hampe 
and  Haeske)  and  stated  that  the  damping  of  a  bubble  at 
resonance  in  freshwater  is  due  to  three  types  of  damping: 
"thermal  damping"  which  results  from  the  flow  of  heat  energy 
into  the  water  surrounding  the  bubble,  "radiation  damping" 
which  is  the  loss  of  energy  in  the  form  of  spherical  sound 
waves  radiated  into  the  surrounding  water  and  "viscous 
damping"  which  is  caused  by  the  viscous  forces  of  the 
surrounding  liquid  exerting  an  excess  pressure  on  the  bubble 
which  results  in  the  dissipation  of  energy.  These  experiments 
did  not  address  other  environmental  effects  which  might  affect 
the  total  energy  radiated  nor  did  they  address  bubbles  created 
by  raindrops. 


2 


Jacobus  (1991)  studied  the  dependence  of  sound  radiation 
on  temperature  and  concluded  that  the  energy  produced  by  the 
Type  II  raindrop  mechanism  increased  as  the  absolute 
temperature  difference  between  the  water  surface  and  raindrop 
increased.  Other  studies  by  Jacobus  dealt  with  the  sound  of 
raindrops  splashing  in  saltwater.  These  experiments  found 
that  the  sound  produced  by  large  drops  is  effected  by 
salinity,  with  an  average  of  45%  less  sound  energy  radiated 
into  saline  water  compared  to  fresh  water.  From  these  results 
it  was  detenained  that,  for  large  drops,  the  energy  radiated 
by  the  bubbles  could  be  given  by  the  equation  (Jacobus,  1991) 

Sound  Energy- {li, 4*1, OZ  xiVoluae-l) xil-Selinity/n)  CO 


where  energy  is  in  picojoules  (pJ),  the  absolute  temperature 
difference  between  the  drop  and  the  surface  T  is  in  degrees 
centigrade,  volume  is  in  microliters  and  salinity  is  in  parts 
per  thousand  (ppt). 

All  the  studies  of  the  effects  of  changing  environmental 
conditions  on  the  sound  of  rainfall  in  water  were  very  broad 
in  scope.  While  they  identified  differences,  no  ln>depth 
studies  have  been  conducted  on  the  way  in  which  the 
temperature  differences  or  salinity  affect  pulsating  air 
bubbles  in  water.  The  purpose  of  this  thesis  is  to  determine 
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the  actual  causes  for  the  differences  found  by  Jacobus  by 
looking  at  the  details  of  the  signal  radiated.  The  actual 
behavior  of  the  bubble  in  the  water  will  also  be  studied  with 
the  possible  oovement  during  radiation  of  the  bubbles  being 
considered . 

Theoretically,  salinity  and  temperature  could  change  the 
energy  radiated  by  rainfall  in  a  number  of  ways.  One  way 
would  be  to  change  the  percentage  of  bubbles  produced.  Other 
ways  to  change  the  bxibble  radiation  would  be  by  affecting  the 
damping  constant  or  the  peak  pressure  of  the  bubble.  For  Type 
II  mechanisms  Jacobus  (1991)  showed  that  absolute  temperature 
difference  between  the  raindrop  and  surface  had  no  effect  on 
the  percentage  of  bubbles  produced,  while  Ostwald  (1992) 
showed  the  percentage  of  bubbles  produced  in  salt  water  was 
comparable  to  the  percentage  in  freshwater. 

This  thesis,  which  will  study  bubbles  produced  from  both 
Type  I  and  Type  II  mechanisms,  will  first  look  at  the  damping 
constant  of  bubbles  under  various  conditions.  A  change  in  the 
damping  constant  would  effect  the  duration  of  the  bubble 
oscillation  and  therefore  would  affect  the  measured  amount  of 
vibrational  energy  radiated.  Next,  the  peak  amplitude 
pressures  of  bubbles  produced  will  be  examined  in  an  attempt 
to  determine  if  there  is  any  correlation  between  the  peak 
pressure  and  environmental  conditions.  Finally  the  results  of 
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these  studies  will  be  used  to  show  how  the  sound  energy 
radiated  fron  bubbles  produced  by  raindrops  Is  affected  by 
salinity  and  temperature. 
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II.  THEORY 


The  amount  of  energy  radiated  into  the  water  by  raindrops 
can  be  affected  by  salinity  and  temperature  in  several  ways. 
Recent  studies  by  Jacobus  (1991)  and  Ostwald  (1992)  show  that, 
for  Type  II  mechanisms,  the  percentage  of  raindrops  which 
produce  bubbles  is  independent  of  the  temperature  between  the 
raindrop  and  surface  or  salinity.  This,  coupled  with  the  fact 
that  the  energy  of  the  impact  is  significantly  less  than  the 
energy  of  the  bubble,  indicates  that  most  of  the  effects  of 
salinity  and  temperature  must  affect  the  bubble  oscillation. 
For  this  reason,  this  thesis  will  concentrate  on  the  study  of 
bubble  oscillations  and  not  consider  the  impact. 

The  bubble  behaves  like  a  damped,  undriven  harmonic 
oscillator  (Medwin  and  Clay,  Appendix  A6. 1.2, 1977) .  The 
motion  of  such  an  oscillator  is  described  by  the  equation 

MtdPx/dt*  R^dx/dt  sur  -  0  ( 2 ) 

where  R.  is  the  mechanical  resistance  of  the  system,  m  is  the 
effective  mass,  s  is  the  stiffness  and  the  variable  x  is 
difference  between  the  bubble  radius  a  and  the  equilibrium 
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radius  a.  (Puinphrey  and  Crun,1989).  For  a  bubble,  R.  can  be 
represented  by  the  equation  (Hedwin  and  Clay,  1976) 

(3) 

R,  -  4na^Q(iit. 


In  the  above  equation  e  is  the  angular  frequency,  a  is  the 
bubble  radius,  p  is  the  density  of  the  water  surrounding  the 
bubble  (1.03x10*  kg/m*)  and  6  is  the  damping  conp/cant.  The 
effective  mass  of  the  bubble  is  represented  by  the  equation 
(Medwin  and  Clay,  1976) 

B  -  (4) 


A  solution  of  (2)  is 

X  - 


(5) 


where  the  angular  resonance  frequency,  can  be  written 


6)  -  2%fo’ 


(6) 


The  time  it  takes  the  bubble  to  decay  to  1/e  of  its  peak 
pressure,  t«,  can  be  represented  by  the  equation  (Kinsler, 
Frey,  Coppens  and  Sanders,  1982) 
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t.  -  (2m) /R^. 


(7) 


Therefore,  combining  (7)  with  (3)  and  (4), 

t,-  (8sa>p)/(4ita>pi»«d)  (8) 

Rearranging  (8)  produces  the  equation  for  the  damping  constant 

ft  -  (9) 

Where  f,  is  the  resonance  frequency.  The  damping  constant  is 
often  further  broken  into  three  component  damping  constants  at 
resonance.  These  three  constants  are  the  damping  constant  due 
to  reradiation  6,,  the  damping  constant  due  to  thermal 
conductivity  6^  and  the  damping  constant  due  to  viscosity  4,. 
Combining  these  produces 

ft-ft,  ♦ft^  +  ft^  (10) 

which  is  another  form  of  the  damping  constant  equation  (Medwin 
and  Clay, 1976). 

The  pressure  also  affects  the  total  energy  radiated  by  the 
bubble.  With  respect  to  (2)  and  (5),  the  pressure,  p, 
radiated  to  a  field  point  by  a  bubble  can  be  written  as 
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(11) 


p  - 

where  P  is  the  initial  (peak  anplltude)  pressure  of  the 
bubble.  Integrating  the  square  of  the  pressure  with  respect 
to  time,  the  energy  density  radiated  by  an  oscillating  bubble 
to  a  field  point  is  given  by  the  equation  (Kinsler,  Frey, 
Coppens  and  Sanders,  1982) 

*  -  (l/PoO)£p*<it.  (12) 


Assuming  (11),  the  solution  of  (12)  is 


P-PV(4»PoOf^ft).  (13) 

This  shows  that  the  energy  produced  per  unit  area  by  a  bubble 
oscillating  in  water  is  proportional  to  the  peak  pressure 
squared  and  inversely  proportional  to  the  damping  constant. 

Because  most  bubbles  formed  by  rain  drops  are  found  near 
the  surface,  their  radiation  is  mirrored  in  the  surface  and 
they  therefore  act  as  dipole  sources  (Medwin  and  Beaky, 1989). 
For  a  bubble  with  constant  volume  displacement  V,  the  dipole 
pressure  can  be  given  by  the  equation  (Clay  and  Medwin,  1977): 
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(14) 


„  (iPa»v;)  ,  ^ 

UiT”'  K  K 


where  and  R,  are  the  ranges  to  the  dipole  sources,  u  is  the 
angular  frequency,  k  is  the  wave  number  and  p,,  is  the  density. 
V.  is  the  rate  of  volume  displacement  of  one  of  the  point 
sources  and  can  be  represented  by  the  equation  (Medwin  and 
Beaky,  1989) 

V*-4*a*l7  (15) 


in  which  a  is  the  bubble  radius  and  U  is  the  radial  velocity 
amplitude.  Simplifying  (14)  produces  (Medwin  and  Beaky,  1989) 


P4 


(k^pcDcoeO) 

AkR 


1 


(16) 


Which  shows  the  pressure  of  a  dipole  is  proportional  to  f,”  and 
D,  the  dipole  strength  which  is  given  by  (Medwin  and  Beaky, 
1989) 
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D  -  V^L 


(17) 


where  L  Is  the  distance  from  bubble  center  to  image  center. 
Therefore,  since  the  peak  pressure  is  actually  the  dipole 
pressvure  a  better  way  to  mrite  (13)  would  be 


E 


Pd 

AliQCfJS 


(18) 


where  is  the  dipole  pressure  developed  in  ( 16 ) . 

The  preceding  development  assumed  that  the  bubble  is  fixed 
in  one  place.  At  other  times  there  are  indications  it  may 
move.  When  a  bubble  is  close  to  a  free  surface  its  frequency 
will  be  higher  than  when  it  is  away  from  the  surface 
(Strasburg,  1953).  For  bubbles  that  are  created  at,  or  very 
near  to  the  surface,  the  change  of  frequency  as  a  result  of 
bubble  position  can  be  given  by  the  equation  (Medwin  and 
Beaky, 1989) 

fi-V  (19) 

where  fj  is  the  frequency  of  the  bubble  oscillation  in  free 
space,  f,  is  the  frequency  at  depth  z  and  F,  a  function  of 
depth,  is  given  by  the  following  equation  (Medwin  and  Beaky, 
1989) , 
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1 


(20) 


F  - 


N 


4 


Since  the  and  f,  can  be  obtained  from  Conputerscope ,  solving 
the  ratio  fi/f,  produces  a  numerical  value  for  F  and  thus  the 
distance  a  bubble  has  moved  can  be  calculated. 

In  summary,  the  sound  energy  radiated  by  a  bubble  produced 
by  raindrops  could  be  obtained  by  integrating  (12)  over  the 
dipole  radiation  pattern.  It  is  directly  proportional  to  the 
square  of  the  pressure  (and  therefore  the  dipole  strength)  and 
inversely  proportional  to  the  dtuaping  constant  and  frequency. 


12 


III.  THE  EFFECT  OF  SALINITY  ON  THE  DAMPING  CONSTANT 


A.  EXPERIMENT 

The  drop  dlaneters  used  for  this  experiment  were  0.83  mm 
and  0.985  mm,  "small"  drops  by  the  definition  from  Medwin  et 
al.  (1992).  To  produce  these  drops,  an  Eppendorf  digital 
pipette,  which  can  accurately  produce  drops  ranging  in 
diameter  from  0.58  mm  to  2.67  mm,  was  used.  In  most  cases  the 
dropper  was  held  at  a  height  of  two  meters  above  the  surface, 
enough  to  ensure  the  drops  reached  a  terminal  velocity  of 
about  3.6  m/s  before  impact.  In  some  cases,  the  dropper 
height  was  lowered  so  that  the  drops  would  not  reach  terminal 
velocity  and  bubbles  of  a  wider  frequency  range  would  result 
as  shown  in  Figure  1  (Elmore,  Pumphrey  and  Crum,  1989). 
Figure  1  shows  that  the  resonance  frequency  of  a  bubble  is 
dependent  on  the  diameter  of  the  drop  which  produces  the 
bubble  and  the  velocity  the  drop  is  travelling  when  it  Impacts 
on  the  surface  of  the  water.  The  drops  landed  as  close  as 
possible  to  a  point  directly  above  a  submerged  hydrophone. 

Two  anechoic  tanks  were  used.  For  the  drops  onto  salt 
water,  a  1.5  m  deep  by  1.5  m  diameter  anechoic  tank  lined  with 
redwood  wedges  was  used.  For  the  drops  onto  fresh  water,  a  3 
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nx3mx2.9in  deep  tank  with  redwood  baffles  lining  the 
sides  and  bottom  was  used. 

An  LC-10  hydrophone  with  a  sensitivity  of  "209  dB  ref  IV 
per  pPa  with  a  frequency  response  of  ±1  dB  to  100  kHz  was  used 
to  measure  the  sound  produced  by  the  bubbles.  The  hydrophone 
was  placed  at  a  depth  of  either  7.0  cm  (salt  water)  or  7.5  cm 
(fresh  water)  and  the  output  fed  into  an  Ithaco  1201 
Preamplifier  set  up  as  a  bandpass  filter  passing  the  frequency 
band  from  1  to  30  kHz.  The  output  of  the  preamplifier  was  fed 
into  a  Krohn-'Hite  filter  (model  number  3202R)  connected  in 
series  and  also  set  up  as  a  bandpass  filter  passing 
frequencies  from  1  to  30  kHz.  The  Krohn->Hite  was  connected  to 
a  computer  fitted  with  an  RC  Electronics  analog  to  digital 
converter  board.  A  progreus,  called  Computerscope ,  processed 
the  signals,  sampling  the  hydrophone  output  at  a  sampling  rate 
of  250  kHz.  A  signal  resulting  from  a  bubble  oscillation 
processed  by  Computerscope  is  shown  in  Figure  2. 

The  resonance  frequency  of  each  bxibble  was  calculated  from 
Computerscope  by  using  a  cursor  to  measure  the  time  between 
adjacent  peaks  in  the  middle  of  the  oscillation  and  then 
taking  the  reciprocal  of  this  time  difference.  Each  bubble 
oscillation  signal  was  then  made  into  an  ASCII  file  and,  using 
MATLAB,  the  peaks  of  its  absolute  values  plotted  on  a  semilog 
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plot  as  shown  in  Figure  3.  The  slope  was  drawn  through  each 
semi log  plot  and  the  tine  it  took  the  bubble  to  decay  to  an 
amplitude  1/e  times  its  initial  peak  value  measured.  This 
tine,  denoted  t.,  is  related  to  the  damping  constant  6  through 
the  equation 

(9) 

where  is  the  resonance  frequency  of  the  bubble. 

Only  bubbles  with  visually  "clean”  oscillations,  free  from 
tank  reverberation  and  other  noise,  were  used.  A  set  of  53 
data  points  (22  fresh  and  31  salt  water)  were  plotted  in 
comparison  to  theory  (Devin,  1959)  in  Figures  4  and  5.  The 
frequency  range  was  then  divided  into  2  kHz  bins  and  the 
damping  constants  in  these  bins  were  averaged.  This  was  done 
separately  for  both  the  fresh  and  salt  water  cases,  with  the 
ratio  of  the  averages  shown  in  Figure  6. 

B.  RESULTS 

Figure  4  shows  that  the  experimental  damping  constants  for 
fresh  water  are  consistent  with  the  theoretical  values  except 
between  12’>14  kHz.  Figure  5  shows  that  the  salt  water  data 
points  are  also  consistent  with  theory,  although  perhaps 
higher  from  le-lS  kHz.  In  both  cases  the  experimental  damping 
constants  increase  with  frequency,  as  expected. 
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Figure  6  shows  the  ratios  of  the  experimental  damping 
constants  for  the  fresh  and  salt  water  after  all  53  data 
points  were  divided  into  2  kHz  bins  and  averaged.  In  the  14- 
16  kHz,  16-18  kHz  and  20-22  kHz  bins,  only  one  fresh  water 
sample  was  available,  and  while  numerous  salt  water  samples 
were  available  for  each  bin  (two  for  14-16  kHz,  six  for  16-18 
kHz  and  two  for  20-22  kHz ) ,  this  detracts  from  the  accuracy  of 
these  data  points.  The  frequency  bands  of  10-12,  12-14  and 
22-24  kHz  have  three,  five  and  three  fresh  water  samples  and 
thirteen,  six  and  two  salt  water  samples  respectively  and 
therefore  are  more  accurate.  Averaging  the  ratios  of  the  salt 
water  to  fresh  water  damping  constants  produced  an  average  of 
1.10  with  a  standard  deviation  from  the  mean  of  0.085.  That 
is,  the  salt  water  damping  constant  is,  on  average,  10  percent 
greater  than  the  damping  constant  for  bubbles  of  the  same 
frequency  in  fresh  water. 

Therefore  it  appears,  as  a  result  of  the  larger  damping 
constant,  that  bubbles  in  salt  water  have  a  shorter  duration 
of  oscillation  than  bubbles  of  the  same  frequency  in  fresh 
water.  In  accordance  with  (19),  this  would  effect  the  sound 
energy  produced  by  bubbles  in  salt  water,  but  it  would  not 
account  for  all  of  the  45%  loss  noted  by  Jacobus  (1991). 
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Figure  1.  Dependence  of  bubble  resonant  frequency  on 
iaipact,  velocity  and  drop  dianeter?  This  figure  is  taken 
from  Elmore,  Pumphrey  and  Crum  (1989).  The  different  shades 
represent  the  various  resonant  frequencies,  while  the  line 
to  the  left  of  the  shaded  region  represents  terminal 
velocity. 
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Figure  2.  Acoustic  pressure  of  a  bubble  in  salt  water 
produced  by  a  0.985  ■■  drop  falling  at  terminal  velocity 
perpendicular  to  the  surface. 


Figure  3.  Seai-log  plot  of  the  rectified  pressure  of  bubble 
in  salt  water:  This  is  the  same  bubble  as  in  Figure  2.  The 
plot  was  normalized  by  dividing  the  entire  signal  by  the 
highest  absolute  peak  pressure. 
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Figure  4.  Experiaental  damping  constants  from  Type  1 
buttles  in  fresh  water  (x)  and  theoretical  denping  constant 
for  fresh  water  (line)  versus  frequency. 
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DAMPING  CONSTANT 


Figiure  5.  Experiaental  damping  constants  from  Type  I 
bubbles  in  salt  trater  (x)  and  theoretical  damping  constant 
for  fresh  water  (line)  versus  frequency. 
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Figure  6.  Ratio  of  average  salt  water  6  to  the  average 
fresh  water  6. 
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rV.  DAMPING  CONSTANT  FOR  FRESHWATER  TEMPERATURE  DIFFERENCES 


A.  EXPERIMENT 

The  data  analyzed  for  this  portion  of  the  thesis  were 
originally  recorded  by  Jacobus  (1991)  during  his  studies  of 
the  dependence  of  sound  radiation  on  temperature  for  large 
drops  in  fresh  water.  The  drop  size  diameters  used  were 
3.63  mm  and  4.20  mm.  All  of  the  drops  were  produced  by  a 
standard  medical  intra-venous  drip  bag  with  a  calibrated  glass 
eye  dropper  attached  to  the  end.  This  produced  a  stream  of 
separated  drops  with  an  adjustable  drop  rate.  The  drip  bag 
was  placed  at  the  top  ofa3mx3mx26m  vertical  utilities 
shaft,  with  sufficient  height  to  ensure  that  the  drops  reached 
terminal  velocity  before  impacting  on  the  water  surface.  The 
temperature  of  the  drops  analyzed  was  varied  between  11  and 
40*C. 

All  the  drops  fell  into  the  1.5  m  deep  by  1.5  m  diameter 
tank  described  in  Chapter  Three.  The  surface  temperature  of 
the  water  in  the  tank  was  changed  from  21  to  27,  28  and  29*C. 
By  comparing  the  temperature  of  the  water  in  the  tank  with  the 
varying  temperature  of  the  drops,  it  was  possible  to  produce 
absolute  drop-surface  temperature  differences  of  +6,  -13,  +17 
and  +19 *C.  The  temperatures  were  all  measured  by  Navy-issue 
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thermometers  with  an  overall  range  of  -20  to  -fSO'C.  The 
accuracy  of  the  thermometers  was  ±0.5*C. 

To  record  the  sound  produced  by  the  bubbles,  a  hydrophone 
similar  to  an  LC-5,  but  constructed  in  this  lab,  was  used.  It 
had  a  sensitivity  of  -91.5  dB  re  IV  per  Pa  with  a  frequency 
response  flat  to  at  least  200  kHz.  It  was  placed  at  a  depth 
of  6.0  cm.  The  output  of  the  hydrophone  was  amplified  by  a 
PAR  113  Low  Noise  Pre-Amplifier  with  a  gain  of  2000.  The 
signal  was  then  fed  into  a  Krohn-Hite  band  pass  filter  passing 
frequencies  between  1  and  30  kHz. 

Because  these  bubbles  usually  oscillated  at  a  lower 
frequency  (2-10  kHz)  compared  to  the  smaller  bubbles  (15±5 
kHz)  of  the  previous  chapter,  many  of  the  signals  were  not 
"clean"  due  to  interference  from  the  combined  affects  of 
longer  wavelengths  (0.37  meters  at  4  kHz)  and  a  small  tank 
radius  (0.75  meters).  The  interference  made  it  impossible  to 
accurately  fit  a  line  on  the  semi-log  plot  of  the  bubble 
oscillation,  calculate  the  slope  and  determine  t..  As  a 
result  "unclean"  signals  were  discarded,  leaving  only  19 
signals  (  over  40  signals  were  discarded  )  to  be  evaluated. 
All  the  data  was  analyzed  in  the  same  manner  as  described  in 
Chapter  Three. 
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B.  RESULTS 


Figure  7  shows  the  theoretical  damping  constant  for  fresh 
water  (Devin,  1959)  and  the  experimental  damping  constants  (+ 
represents  AT»6*C,  *  represents  AT«13*C,  x  represents  ATsl7*C 
and  X  represents  AT»>19*C).  The  experimental  results  for  each 
absolute  temperature  difference  were  separated,  based  on  their 
frequencies,  into  bins  1  lcH2  wide  and  averaged.  The  ratio  of 
these  averages  to  the  theoretical  damping  constant  for  the 
midpoint  of  the  frequency  band  are  taken  as  sho%m  in  Table  1. 

TABLE  1.  RATIO  OF  AVERAGE  EXPERIMENTAL  TO  THEORETICAL 

DAMPING  CONSTANT 


FREQUENCY 

IBSSSBHIillllllli 

wmiwwini 

ESRSim 

2-3  kHz 

0.87 

0.79 

0.82 

0.89 

3-4  kHz 

0.80 

- 

- 

1.27 

4-5  kHz 

0.83 

- 

- 

- 

5-6  kHz 

- 

- 

1.02 

- 

1  7-8  kHz 

0,78 

- 

- 

8-9  kHz 

- 

- 

1.22 

- 

9-10  kHz 

- 

0.88 

- 

- 

Avera^^e 

0.83±0.04 

0.82±0.06 

1.0210.20 

1.0810.27  1 

There  is  limited  evidence  of  an  increase  in  A  as  a 
function  of  increase  in  absolute  temperature  difference  in 
Figure  7.  Figure  8  shows  the  dependence  on  absolute 
temperature  difference  of  the  mean  ratio  of  the  experimental 
and  theoretical  damping  constants  (the  last  row  of  Table  1). 
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For  each  data  point  in  Figure  8,  every  data  point  in  Figure  7 
with  the  same  absolute  temperature  difference  was  divided  by 
the  theoretical  damping  constant  with  the  same  resonance 
frequency,  added  and  averaged.  From  an  absolute  temperature 
difference  of  6*C  to  an  absolute  temperature  difference  of 
19  *C  there  is  an  increase  in  the  average  ratios  of  the 
experimental  to  theoretical  damping  constant  from  0.83±0.04  to 
1.0810.27.  Since  the  acoustic  energy  is  inversely 
proportional  to  l/£  as  shown  by  (19)  these  results  suggest 
that  as  the  absolute  temperature  difference  increases,  the 
energy  from  a  bubble  may  decrease  because  of  the  greater 
damping.  However,  the  large  standard  deviation  found  on  the 
average  ratios  for  absolute  temperature  differences  of  17  and 
19 *C  as  well  as  the  fact  that  the  average  ratio  increases  from 
0.8210.06  to  1.0210.20  over  a  change  in  absolute  temperature 
difference  of  only  4*C  (AT=13*C  to  AT=17'C)  when  it  is 
relatively  consistent  over  a  change  in  absolute  temperature 
difference  of  7’c  (AT=6*C  to  AT*13*C)  suggests  that  the  change 
in  absolute  temperature  difference  may  not  be  statistically 
significant.  Therefore,  based  on  Figure  8,  the  conclusion  of 
this  analysis  is  that  the  absolute  temperature  difference 
between  the  drop  and  water  surface  has  little  affect  on  the 
damping  constant. 
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FREQUENCY(kHz) 


Figure  7.  Experiaental  daaping  constants  at  ^various  absolute 
temperature  differences  (-f  represents  AT«6*C,  *  represents 
AT=13*C,  X  represents  AT»17*C  and  X  represents  AT=19’C)  and 
theoretical  damping  constant  (line)  versus  frequency. 
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Figure  8.  Ratio  of  average  experieental  daaping  constant  to 
theoretical  fresh  water  deunping  constant  versus  teaperature 
difference. 
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V.  EFFECT  OF  SALINITY  ON  PEAK  PRESSURE 


A.  EXPERIMENT 

The  data  analyzed  here  were  the  bubbles  with  resonance 
frequencies  ranging  10-16  kHz  (resonance  frequency  range  for 
bubbles  produced  by  0.985  mm  drops  falling  a  terminal  velocity 
in  accordance  with  Figure  1)  created  by  0.985  mm  raindrops 
described  in  Chapter  Three.  In  this  analysis,  the  highest 
absolute  peak  pressure  was  the  only  portion  of  each  signal 
used  and  consequently  many  signals  which  were  not  used  during 
the  damping  constant  analysis  (because  of  Interference 
effects)  were  i  here.  For  each  bubble,  the  recorded  signal 
was  converted  to  pressure  at  the  hydrophone  in  pascals  (Pa), 
using  the  following  equation  (Ostwald, 1992) 

Pbyd  -  ^21) 


where  V  Is  the  voltage  recorded  by  coroputerscope ,  G  is  the 
amplifier  gain  and  M  is  the  hydrophone  sensitivity  (V/Pa).  The 
hydrophone  response  was  assumed  to  be  omnidirectional.  To 
convert  this  to  equivalent  pressure  at  one  meter  on  axis,  p^yd 
was  multiplied  by  the  near  field  correction  and  a  correction 
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which  accounted  for  the  dipole  radiation  pattern  (Ostwald,  pp 
64-65,1992) . 

B.  RESULTS 

A  total  of  fifty  bubbles  created  by  0.985  mm  raindrops  (25 
salt  and  25  fresh  water)  were  analyzed  to  determine  the 
effects  of  salinity  on  the  axial  peak  pressure  at  one  meter. 
The  peak  pressures  used  in  analyzing  the  bubbles  were  obtained 
two  different  ways  and  the  results  compared.  The  initial 
method  was  to  use  the  highest  absolute  peak  pressure  of  the 
entire  oscillation  while  the  second  method  was  to  use  the 
average  of  the  absolute  values  of  the  highest  adjacent 
positive  and  negative  peak  pressures.  The  peak  pressures 
obtained  from  these  methods  are  plotted  versus  frequency  in 
Figure  9  (using  highest  absolute  peak  pressure)  and  Figure  10 
(using  average  of  adjacent  positive  and  negative  peaks).  In 
both  figures,  there  appears  to  be  a  trend  of  the  fresh  water 
values  (+)  and  salt  water  values  (x)  slightly  increasing  with 
frequency  as  would  be  expected  in  accordance  with  (16)  if  the 
dipole  strength  were  constant. 

However  there  is  no  reason  to  assume  that  the  dipole 
strength  remains  constant.  To  obtain  the  Figures  11,  12,  13, 
14,  15  and  16,  the  fresh  and  salt  water  pressures  from  Figures 
9  and  10  were  separated  into  1  kHz  frequency  bands  (10-11,  11- 
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12,  12-13,  13-14,  14-15,  and  15-16  kHz)  added  up  and  the  mean 
pressure  calculated  for  each  bln.  To  eliminate  any  frequency 
effect,  these  mean  fresh  and  salt  water  peak  pressures  were 
then  divided  by  the  square  of  the  middle  frequency  of  the  bin 
(f*),  since  equation  (16)  shows  that  Pa/f*  is  a  function  only 
of  D  with  all  the  other  factors  being  constants.  Figure  11 
(using  highest  absolute  peak  pressure)  and  Figure  12  (using 
average  peak)  show  that  for  fresh  water  Pa/f’z  and  therefore 
the  dipole  strength,  may  decrease  slightly  with  frequency.  In 
salt  water  Figure  13  (using  highest  absolute  peak  pressure) 
and  Figure  14  (using  average  peak)  show  that  Pa/f^  may  decrease 
with  frequency  more  rapidly  in  salt  water  than  in  fresh  water. 
Figures  15  and  16  take  the  ratio  of  Pa/f^  for  fresh  water  to 
Pa/f^  for  salt  water  for  the  highest  absolute  peak  and  average 
peak  cases  respectively.  The  figures  show  that  the  average 
values  of  Pa/f*  are  usually  greater  in  fresh  water  than  salt 
water.  Despite  the  low  statistical  confidence  of  several 
points  (indicated  by  large  error  bars),  both  figures  suggest 
a  trend  of  increasing  dipole  strength  ratio  with  frequency. 

Since,  in  accordance  with  (16),  the  dipole  pressure  is 
proportional  to  the  dipole  strength,  the  average  Pa  over  a 
wide  range  of  frequencies  is  apparently  less  in  salt  water 
than  in  fresh  water.  Summing  all  of  the  absolute  peak 
pressures  used  in  this  experiment  and  calculating  the  fresh 
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and  salt  water  means  produced  values  of  0.351.09  Pa  for  salt 
water  and  0.391.10  for  fresh  water.  Doing  the  same  for  the 
average  adjacent  positive  and  negative  peak  pressures  produced 
mean  pressures  of  0.321.07  for  salt  water  and  0.361.05  for 
fresh  water.  All  four  of  these  values  are  consistent  with  the 
average  peak  pressure  of  a  bubble  produced  by  0.985  drop 
calculated  by  Kurgan  (1989),  shown  in  Figure  17.  In  summaxry 
it  appears  the  average  peak  pressure  of  a  bubble  in  salt  water 
is  slightly  less  than  that  of  a  comparable  bubble  in 
freshwater.  This  ratio  may  be  frequency  dependent. 
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Figure  9.  Absolute  peak  pressures  obtained  from  bubbles 
produced  by  0.985  mm  raindrops  landing  on  fresh  water  (-f)  and 
salt  water  (x)  versus  frequency. 
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Figure  10.  Pressures  which  are  the  average  of  adjacent 
positive  and  negative  peak  pressures  obtained  froa  bubbles 
produced  by  0.985  n  raindrops  landing  on  fresh  water  (+)  and 
salt  water  (x)  versus  frequency. 
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Figure  11.  Average  P«/f*  for  the  peaX  pressure  of  bubbles 
produced  by  0.985  n  drops  falling  on  fresh  water  versus 
frequency. 
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<P/f^  XI 


Figure  12.  Average  P^V  for  pressures  which  are  the  average 
of  adjacent  positive  and  negative  peak  pressure  of  bulimies 
produced  by  0.985  mn  drops  falling  on  fresh  water  versus 
frequency. 
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Figure  13.  Average  P«/f’  for  the  peak  pressure  of  buttles 
produced  by  0.985  ■■  drops  falling  on  salt  water  versus 
frequency. 
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Figure  14.  Average  P^/f’  for  pressures  which  are  the  average 
of  adjacent  positive  and  negative  peaX  pressure  of  buM>les 
produced  by  0.985  am  drops  falling  on  salt  water  versus 
frequency. 
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/<p/f^> 


Figure  15.  Ratio  of  fresh  water  P«/f’  to  salt  water  P^/f’ 
versus  frequency.  Pressures  are  the  peaX  pressures  of  bubbles 
produced  by  0.985  mm  raindrops. 
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Figure  16.  Ratio  of  fresh  water  P^/f^  to  salt  water  P«/f’ 
versus  frequency.  Pressures  are  the  average  of  adjacent 
positive  and  negative  peak  pressures  of  bubbles  produced  by 
0.985  mm  raindrops. 
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Presaie  (Pa) 


Figure  17.  Average  peak  axial  pressures  for  bullies.  From 
Kurgan  (1989). 
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VI.  TEMPERATURE  EFFECTS  ON  PEAK  PRESSURE 


A.  EXPERIMENT 

The  data  analyzed  here  were  the  sane  as  described  in 
Chapter  Four.  Just  as  in  the  analysis  of  the  effect  of 
salinity  on  peak  pressure,  the  highest  absolute  peak  pressure 
for  each  bubble  was  analyzed.  Once  again,  nany  signals  which 
were  not  used  during  the  damping  constant  analysis  (because  of 
showing  interference  effects)  were  used  in  this  analysis.  The 
data  was  processed  in  the  manner  described  in  Chapter  Five  to 
determine  pressure  on  axis  at  1  meter  (m)  from  the  source  in 
pascals. 

B.  RESULTS 

To  determine  the  effects  of  temperature  difference  on  the 
peak  pressure  55  bubbles  created  by  4.2  mm  raindrops  were 
studied  (18  with  a  6'C  temperature  difference  between  the  drop 
and  water  surface,  19  with  13 *C  temperature  difference  and  18 
with  a  19*C  temperature  difference).  Initially  the  axial  (1 
meter)  peak  pressures  of  these  bubbles  are  computed  in  pascals 
and  plotted  versus  frequency  as  shown  in  Figure  18.  As  in 
Figures  9  and  10,  the  experimental  values  for  peak  pressure 
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increases  with  frequency  as  would  be  expected  from  (16). 
These  values  were  divided  by  the  square  of  there  resonance 
frequency  which  produced  a  quantity  with  only  one  unknown,  the 
dipole  strength  as  shovm  by  (16).  The  experimental  values  of 
P«/f*  are  plotted  versus  frequency  in  Figure  19  where  it  can 
be  seen,  as  was  the  case  in  Figures  11  and  12  in  Chapter  5, 
that  P^f*  appears  to  slightly  decrease  with  frequency  in  fresh 
water.  Summing  up  all  the  experimental  values  of  for 

each  absolute  temperature  difference  and  calculating  a  mean 
for  each  absolute  temperature  difference  produced  Figure 
20.  Figure  20  shows  that  P^/f*  and  therefore  the  dipole 
strength  Increasing  with  the  absolute  temperature  difference 
between  the  drop  and  the  surface. 

Thus,  in  summary,  as  the  absolute  temperature  difference 
between  the  raindrop  and  water  surface  increases  so  does  the 
dipole  strength.  This  dipole  strength,  in  turn,  increases  the 
peak  pressure  as  would  be  expected  from  (16). 
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Figure  18.  Peak  pressures  for  bulimies  produced  by  4.2  wb 
raindrops  with  various  tenperature  differences  between  th 
drop  and  «rater  surface.  The  +  represents  AT=6*C,  *  represent 
AT=13*C  and  X  represents  AT=19*C. 
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Figure  19.  P^/f’  for  bubbles  produced  by  4.2  n  raindrops  with 
various  tenperature  differences  between  the  drop  and  water 
surface.  The  +  represents  AT=6’C,  *  represents  AT=13’c  and  Z 
represents  AT*19*C. 
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Figiire  20.  Average  P«/f‘  versus  tenperature  difference  for 
bubbles  produced  by  4.2  ma  raindrops. 
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VII.  BUBBLE  ENERGY 


Combining  the  data  produced  from  the  analysis  performed  in 
Chapters  Three  through  Six  with  (19)  makes  it  possible  to 
determine  the  affect  of  salinity  and  temperature  on  the  actual 
energy  produced  by  a  spherical  bubble  oscillating  in  water. 

A.  SALINITY 

The  data  from  Chapters  Three  and  Five  can  be  used  with 
(18)  to  compute  the  energy  produced  by  bubbles  created  from 
0.985  mm  drops  striking  fresh  and  salt  water.  The  data  were 
then  separated  into  1  kHz  bins,  the  mean  fresh  and  salt  water 
energy  computed,  and  the  ratio  of  the  fresh  to  salt  water 
energies  determined  for  each  bin.  Figure  21  (using  highest 
absolute  peak  pressure)  and  Figure  22  (using  average  of 
adjacent  positive  and  negative  peak  pressures)  show  that  the 
energy  produced  by  a  spherical  bubble  oscillating  in 
freshwater  is  consistently  greater  than  that  of  a  bubble 
oscillating  at  the  same  frequency  in  salt  water.  Combining 
all  data,  the  mean  the  energy  produced  by  a  bubble  in 
freshwater  is  between  1.46±0.37  (using  highest  peak)  and 
1.59±0.32  (using  average  peak)  times  greater  than  the  energy 
produced  by  a  comparable  bubble  in  salt  water.  This 
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corresponds  to  the  results  obtained  by  Jacobus  (1991)  for 
large  raindrops. 

B.  TEMPERATURE 

The  data  from  Chapter  Six  (Figures  18  and  20)  were  used 
with  (18)  in  an  attempt  to  determine  how  the  absolute 
temperature  difference  between  the  drop  and  surface  affects 
the  energy  produced  by  the  bubble.  These  results  are  plotted 
in  Figure  23  which  shows  the  average  values  of  Pd*/f£  (other 
variables  in  (18)  are  the  same  for  every  bubble  and  therefore 
do  not  affect  the  outcome)  for  the  various  absolute 
temperature  differences.  Figure  23  shows  that  the  values  for 
the  energy  produced  by  bubbles  which  result  from  4.2  mm 
raindrops  increases  as  the  absolute  temperature  difference 
between  the  raindrop  and  water  surface  increases.  This  result 
is,  once  again,  in  agreement  with  Jacobus  (1991). 
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Figure  21.  Ratio  of  the  sound  energy  produced  by  bubbles 
resulting  froa  0.985  an  raindrops  in  fresh  water  to  coaparable 
bu]:^les  in  salt  water.  The  pressures  used  for  this  figure  were 
the  absolute  peak  pressures. 
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Pigtire  22.  Ratio  of  the  sound  energy  produced  by  bubbles 
resulting  from  0.985  ■■  raindrops  in  fresh  water  to  cosparable 
bubbles  in  salt  water.  The  pressures  used  for  this  figure  was 
the  average  of  the  adjacent  positive  and  negative  peak 
pressures . 
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Fig\ire  23.  Average  versus  tesperature  difference  for 

bubbles  produced  from  4.25  mm  raindrops. 
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VIII.  CONCLUSION 


The  effects  of  temperature  and  salinity  on  the  sound 
energy  radiated  from  bubbles  produced  by  raindrops,  noted  by 
Jacobus  (1991),  have  been  verified. 

Salinity  appears  to  decrease  the  sound  energy  produced  by 
bubbles  formed  from  small  raindrops  by  as  much  as  sixty 
percent.  The  damping  constant  is  higher  by  an  average  of 
about  ten  percent  which  decreases  the  time  the  bubble 
oscillates.  Secondly,  increasing  the  salinity  appears  to 
decrease  the  dipole  strength  of  the  bubble  thereby  decreasing 
the  total  amount  of  energy  radiated  in  accordance  with  (18). 

In  a  study  using  large  raindrops,  which  produce  bubbles  by 
the  Type  II  mechanism,  the  absolute  temperature  difference 
between  the  drops  and  the  surface  of  the  water  was  found  to 
have  no  affect  on  the  damping  constant.  It  did  appear  to 
effect  the  peak  pressure  of  the  bubble.  As  the  absolute 
temperature  between  the  drop  and  surface  Increased  so  did  the 
dipole  strength.  This,  in  turn,  ultimately  would  lead  to 
increased  radiation  from  bubbles  when  the  absolute  temperature 
difference  is  large. 
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APPENDIX  A;  CHANGE  OF  SLOPE  IN  THE  BUBBLE  DECAY  SIGNAL 


During  the  analysis  of  the  bubble  decay,  eleven  signals 
(out  of  53  )  showed  a  change  of  the  damping  constant 
("breaking  point”)  during  the  active  oscillation  of  the 
bubble.  This  is  seen  as  a  change  of  elope  in  the  semi-log 
display  in  Figure  24.  All  eleven  of  these  were  Type  1 
mechanisms,  with  five  in  fresh  water  and  six  in  salt  water. 
In  all  cases  the  change  in  slope  was  from  small  to  large.  The 
signal  of  each  bubble  showed  no  indications  of  spin-off 
bubbles  which  could  affect  the  oscillation  of  these  bubbles. 
Previous  work  (Medwln  and  Beaky, 1989)  attributes  the  change 
from  large  to  small  slope  to  non-linear  oscillation  (see  also 
Longuet-Higgins,1992) ,  whereas  the  change  from  small  to  large 
slope  ("breaking  point")  is  the  result  of  a  possible  change  in 
position  (Medwin  and  Beaky, 1989)  or  shape  of  the  bubble  as  it 
oscillates  (Strasberg,1953) . 

The  signals  of  the  bubbles  were  analyzed  by  measuring  the 
period  several  times  before  and  after  the  time  at  which  the 
slope  of  the  semi-log  plot  changed.  These  periods,  which  were 
measured  at  the  baseline  crossing  (because  of  the  tank  related 
interference  found  in  the  peaks  of  many  signals),  were  then 
used  to  obtain  the  bubble  frequency.  The  change  in  frequency 
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before  and  after  the  "breaking  point"  was,  for  every  bubble 
examined,  small  (between  0.59  and  2.12  percent  of  resonance 
frequency)  if  there  was  any  change  at  all  (three  bubbles,  two 
salt  and  one  fresh,  showed  no  frequency  change).  Of  the 
bubbles  which  displayed  a  frequency  change,  two  of  them  (one 
each  in  fresh  and  salt  water)  displayed  an  increase  in 
frequency,  while  one  fresh  and  one  salt  water  bubble  showed  a 
decrease  in  frequency.  Another  four  bubbles  (two  fresh  and 
two  salt  water)  displayed  a  pattern  in  which  the  frequency 
consistently  varied  between  two  closely  related  frequencies  (a 
frequency  difference  never  more  than  2.11  percent  of  the 
resonance  frequency)  both  before  and  after  the  "breaking 
point".  The  only  possible  difference  between  the  fresh  and 
salt  water  cases  was  that  the  fresh  water  bubbles  usually 
displayed  a  larger  frequency  shift  than  the  salt  water 
bubbles. 

Knowing  that  the  frequency  at  which  a  bubble  oscillates 
changes  as  it  moves  with  respect  to  the  water  surface 
(increases  as  it  moves  towards  the  surface,  decreases  as  it 
moves  away)  one  possible  explanation  for  a  change  in  frequency 
at  the  "breaking  point  may  be  bubble  movement  (Medwin  and 
Beaky,  1989).  The  change  in  frequency  of  an  oscillating 
bubble  can  be  related  to  its  position  with  respect  to  the 
surface  by: 
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(20) 
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(Strasberg,1953)  where  a  Is  the  bubble  radius,  z  is  the  bubble 
depth  and  F  is  the  ratio  of  the  bubble  frequencies  before  and 
after  the  "breaking  point".  Solving  this  equation  for  z 
showed  that  if  the  bubble  were  moving  at  all  it  was  only 
minutely,  on  the  order  of  a  tenth  of  a  millimeter.  Using  the 
fact  that  speed  is  equal  to  the  distance  travelled  (roughly 
0.1  mm)  over  time  of  travel  (which  in  this  case  is  the  period 
of  oscillation)  would  indicate  that  most  of  the  bubbles  are 
moving  at  speeds  of  one  to  two  meters  per  second,  which  seems 
possible. 

The  damping  constant  was  next  analyzed  before  and  after 
the  "breaking  point"  for  each  bubble  and  these  results 
compared  to  the  corresponding  change  in  frequency  and  to  the 
theoretical  damping  constant  for  the  frequencies  (the  change 
in  frequency  was  small  enough  that  both  frequencies  had  the 
same  theoretical  damping  constant) .  The  results  of  these 
comparisons  are  shown  in  Table  2. 
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TABLE  2.  CHANGE  IN  SLOPE  OF  DAMPING  CONSTANT  SUMMARY 


1  SALT/FRESH 

FREQUENCY  1 

FREQUENCY  2 

6. 

1 

1  SALT 

10,818  HZ 

.034 

10,882  Hz 

.057 

.054  1 

SALT 

11,029  Hz 

.025 

11,029  HZ 

.055 

.055 

SALT 

11,029  Hz 

.032 

10,965  Hz 

.055 

.055 

SALT 

11,304  Hz 

.036 

11,304  Hz 

.053 

.056 

SALT 

11,556  Hz 

.011 

11,659  Hz 

.058 

.056 

SALT 

11,555  Hz 

.022 

11,555  Hz 

.056 

.056 

FRESH 

14,666  Hz 

.033 

14,915  Hz 

.058 

.060 

FRESH 

23,158  Hz 

.046 

23,158  Hz 

.071 

.071 

FRESH 

23,158  Hz 

.033 

22,759  Hz 

.078 

.071 

FRESH 

23,158  HZ 

.044 

23,036  Hz 

.060 

.071 

FRESH 

28,085  HZ 

.074 

28,696  HZ 

.094 

.076 

In  all  cases,  the  damping  constant  increased  with  the  final 
experimental  value  being  closer  to  the  theoretical  value  in 
all  but  one  case.  There  was  no  evidence  that  the  change  in 
frequency  and  damping  are  related. 

Another  possible  cause  for  the  frequency  variation  could 
be  a  change  from  a  spherical  to  a  non-spherical  shape 
(Strasberg,1953) .  This  could  explain  the  oscillation  between 
two  nearby  frequencies  as  observed  in  four  cases.  An 
increased  damping  constant  could  also  be  one  Indication  of 
increased  radiation,  and  because  a  spherically  shaped  bubble 
radiates  more  effectively  than  an  elliptical  bubble,  this 
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could  indicate  the  bubble  is  changing  from  a  non-spherical 
shape  to  a  spherical  shape  (Strasberg,1953) . 
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Figure  24.  Seni-log  plot  of  a  buldsle  produced  by  a  0.985  n 
drop  falling  at  normal  incidence  to  a  salt  water  surface.  This 
bubble  is  a  good  example  of  a  oscillation  with  a  "breaking 
point" . 
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APPENDIX  B:  SECONDARY  BUBBLES 


Total  sound  energy  produced  by  large  raindrops  increases 
as  the  temperature  difference  between  drop  and  water  surface 
increases  (Jacobus, 1991) .  One  possible  explanation  for  this 
increase  is  an  increase  in  the  number  of  secondary  bubbles 
produced.  These  secondary  bubbles,  which  have  only  been  seen 
with  Type  II  mechanisms,  are  either  produced  by  the  Type  II 
mechanism  Itself  (the  downward  jet)  or  by  aerosols  which  are 
fozmed  during  the  splash.  Recent  studies  (Jacobus,  1991), 
have  determined  that  the  secondary  bubbles  oscillate  at  a 
higher  frequency  than  the  dominant  bubble  and  with  a  smaller 
amplitude. 

This  study  was  conducted  on  the  same  bubbles  produced  by 
4.2  mm  drops  in  fresh  water  studied  in  Chapters  Four,  Six  and 
Seven.  The  absolute  temperature  of  the  drops  was  varied  to 
produce  temperature  differences  of  6  and  19 *C  between  the 
drop  and  surface  (whose  temperature  was  also  changed).  The 
signal  of  each  bubble  oscillation  sampled  by  Computerscope  was 
reviewed  and  the  number  of  secondary  bubbles  was  counted  for 
each  absolute  temperature  difference.  As  the  temperature 
difference  was  increased,  the  rate  of  secondary  bubble 
production  increased  from  48  percent  (AT“6*C)  to  54  percent 
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(AT=19*C).  This  increase  is  not  enough  to  explain  the 
increase  of  sound  energy  from  bubbles  which  is  the  result  of 
the  increase  of  absolute  temperature  difference  between  drop 
and  surface. 

Incidentally,  Ostwald  (1992)  observed  a  secondary  bubble 
production  rate  of  12  percent  for  4.2  mm  drops  falling  at 
normal  incidence  in  salt  water.  This  is  significantly  less 
than  what  was  found  in  this  study  of  4.2  mm  drops  in  fresh 
water . 
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